Pulsa-Prime Conversion Kit 
Model 90000 Vertical Crankshaft Engine 


Disassembly: 
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Disconnect spark plug wire. Remove air cleaner, 
Fig.1. 




Loosen cable clamp screw. Disconnect wire and 
cable from governor control lever, Fig. 2. 




Remove and discard carburetor/tank assembly (be 
sure carburetor “O” ring and plastic retainer do not re¬ 
main on fuel intake tube), Fig. 4. 




Remove and discard governor control bracket (dis¬ 
connect stop switch wire first), governor link and gov¬ 
ernor spring, Fig. 6. 


(over) 


Remove 2 mounting bolts, Fig. 3. 






















































